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The chamber contains a number of steam-heating shelves, upon
which the material is placed in trays. After the door, which is
made air-tight by means of a rubber gasket, has been closed, steam
is admitted into the shelves (or hot water in case the material has

Section A-B

FIG. 282.   CROSS SECTION OF ROTARY DRYER (AMERICAN PROCESS Co.).

to be kept at a low temperature), and a high vacuum is created by
means of an air pump.

A condenser between the chamber and the pumps prevents any
vapors being carried over to the pump.

FIG. 283.   COUNTER CURRENT DRYER.

Many delicate dyes, effervescent salts, incandescent mantles, India
rubber, organic pharmaceutical preparations, explosives, etc., can
only be properly dried in these vacuum chambers.
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